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2,33 (t» [ 2 ] 

ATTENDIHG VETERIMAflJAN AND ADEOUATE VETERINAHY CARE 

2-33 (b) (£|i - ‘Each neseareli facility shall establish arxJ niBirtain programs pi adequate veterinary care that include: 
(2} The use of apprapriats methods, t-o prevent, conirPl, dia^nd^, arid lraa.t disaases and Injuries." 

1. The 1[?llowing outdated medidatipns or mE^ical supplies wars ideritffffid during the irtspeclian. The use [?t outdated 
madlcatrons arvl/or medical supplies may ivo! be sate or eflicaclous. Correct by 

: Povldcate iodine solution, gallon , #1 , exp fii'QS 
Lactated Ffingers^ 5tW ml, ffl, exp en^XW- 
Nofvessan solution, gelkm, #1, e.!ip T'lOB 

Acepromazine, M ml bottle, iffi, e:Kp 5,''0fl: Motrin tOO mg tabletSi exp 6-'08, Glycopyrrolate, £ ml vial; #1 , 

exp 11 /W 



2, Unlabelted items vrene identHied in the foHowirg areas during the inspection. Syringes and bottles should have e 
labei tdenlilyirg the contents to avoid improper use and anaura current, dasing. Cwroct by T'za.'DS. 


p 7 )T 


b. 

p. 


30 dd syringe cantaining a lighil blue substance. 

1& cc synnge containing a light blue substance. 

Plgstic spray botlle under the sink containing a blue liquid 


3. There was an opened 30 ml bottle of Propolpl ideniifiedi in E-1 14. Tfre date and time the bottle was opened was 
nol nacorded on Ibe labol. Accuding to Ihe package inserl. Prnpolol is a singls-use parenlaraJ product that aheuld 
be discarded 12 hours after evening. 


Medlcabons should be handled according to manufacturer's mstroctrons to ofisum appropriate use, Cornact by 
7.'2S.'08, 
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3,6 (a> (") 

PRIMARY ENCLOSURES, 

3-& ja) <2) {ii) - "Primary enclosures must be cortstrucEed and maintamed so ihal the/: (i) Protect the dogs arid cats 
trim injury." 


:b)(7)f 


1.|||I^His uaed Ip bpuae Cala which are alipwpd Fgll access Ip ffiB anlirc rppm Ipr eicfended par^ds ril limp dgring 
Ih^a^f here were several cl 0 anlr>fl Implements hailing on Ihe wall (broom, squeagae, small tjf ush and dUst pan} 
ar^d a Irashi container witb e gwinging type oF lid located ingide lhe room. These items were needily aooeesible to the 
Cals and could peso a hazard to ll>a animals. 


Primary anolosut^s tOr Cats shoukl be maintairrad to protect the Cals From Injury. Trasb container^ and husbandry 
items should rot be stored in the ariimal room when ihe animals are allowed full access to the entire room. Facility 
oonrecled this ncr-complianl item during [he ingpeiotkin by remrpving the husbandry ilpms from the animgl room. 

3.11 (c) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST COI^TROL. 

3.1 1 (c) - "Housekeeping for premises. Premises where housing facilities are localed, including buildings and 
surrounding grPur'ida, must ba kepi Olaan." 


1. There wap a metBl C^rl loqpted iri|i||l|H |haE was nplad to be dirty pnd bad dried whija rBsklue and particulate 
mallet on the shefvos. Bousing facilities should be kept clean to facilltale prescribed husbandry pracbtcos. The cart 
needs to be cleaned. Correct by 7;'2MW. 


3,75 

HOUSINO FACIUT1ES, GENERAL, 


3.75 (e) - 'All lood must he stored in a nrenner that prevents contamination ar>cf deterioralicn of its nutritive 

value open t[:Cid and bedding supplies must be kep4 In leakpcopl Cdritalners wilb Lightly filling lids lb prevent 

Spoilage and contamination ” 


1 . There wore opeoad bags of cereal located in 


(b)(2)High, (b)(7)f 


:hat wore not being stored m a 


oomaingr with a tightly liRirtg lid to protect agairtst spoilage and contamination as required per ibig Section. Correct 
by 7.'2B.'D0. 


3,64 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 


3-0A (c) - "Housekeeping for premises. Premises where housing fabcilhies are localed, ir»cluding buildings and 
aurrdurlding grUurids, titual ba kjapl Olaan arid ih gbud TBpair." 


1. There was a srrtall area of Iha wall irr 


whsra Ihe outer surface had paelad all and |ha undariying wallbgarii: 


was s.;< 4 iosod. This o.i(pc>&od wall surface was porous and not lin^ervlous lo moisture. The wall needs to bs 
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addressed to maintair itie lacili1y in good repair and lo eosore that Ihe wall can be readily sanitised ■ Cornect by 
KVI^OS. 


2. The sink if| 


I waa roled to be dirly and had reardue and parlieulale matter prasonl. Pnemtaas should be kefH 


Clean lo (acililate prescribed husbandry pracllces. The sink nsods to be cleaned. Correct by 


NOTE - This was a full facilily inEi»ection cor>ducted Itorn 7..'2iyOS - 7.'?4..'06 wilh the eKfl interview on 7r£4.i'0S. 
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